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Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
May 7, 1888 


Sir: 


Upon examining the “Cashier’s Gold Coin on Bar a/c Blotter” for the first half of the 
ensuing fiscal year, I find the books so defective as to be practically of no use. The serial letter is 
divided into No. | & No. 2 and the books are so wretchedly bound as to preclude their use as 
books of original entry and reference. 


Very Respectfully, 
M.H. Cobb 
Cash. 


Hon. D.M. Fox, 
Superintendent 


